STATUTES AT LARGE

(192)                    No. 597.
AN ACT to Amend Act No. 1060 of the Acts of 1932 En-
titled, "An Act to Amend An Act Entitled 'An Act to
Amend An Act Entitled 'An Act to Create a Commis-
sion for the Townships of Bethel, Bethesda, Bullocks
Creek, Broad River, Fort Mill, Kings Mountain, and
York, in York County, Etc.,' Approved March 21, 1930,
with Reference to the Term of Office of the Health
Nurse and to Her Compensation' Known as Act No.
553 of the Acts of South Carolina 1931, Approved the
13th of March 1931," So as to Exclude Fort Mill from
the Provisions of Said Act and By Decreasing the Max-
imun Fund Authorized to be Levied Thereunder.
Section 1. Act 1060 of 1932 Acts Amended-Fort Mill
Excluded-Maximun Fund to be Levied Decreased.-Be it
enacted by the General Assembly of the State of South Carolina:
That Act No. 1060 of the Acts of 1932 entitled, "An Act to Amend
an Act Entitled An Act to Amend an Act Entitled 'An Act to Create
a Commission for the Townships of Bethel, Bethesda, Bullocks Creek,
Broad River, Fort Mill, Kings Mountain, and York, in York County,
etc.,' Approved March 21, 1930, With Reference to the Term of
Office of the Health Nurse and to Her Compensation' known as
Act No. 553 of the Acts of South Carolina 1931, Approved the
13th of March 1931", be and the same hereby is amended by striking
out the words "Fort Mill" on Line 3 of Section 2 and by striking
out the words "Fort Mill" on Lines 5 and 9 of Section 3 and by
striking out the words and figures "Twenty-five Hundred ($2,500-
.00) Dollars", on Line 7 of Section 3 and inserting in lieu thereof
the words and figures "Two Thousand ($2,000.00) Dollars," and by
striking out the words and figures "Twenty-five Hundred ($2,500-
.00) Dollars" on Lines 13 and 14 of said Section and inserting in
lieu thereof the words and figures "Two Thousand ($2,000.00)
Dollars". So that the said Sections 2 and 3 when so amended shall
read as follows:
"Section 2. It shall the duty of said Commission, after duly
qualified, to employ a Health Nurse for the Townships of Bethel,
Bethesda, Bu'locks Creek, Broad River, Kings Mountain, and York,
in York County, and direct her activities in the performance of her
duties as such nurse.
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